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Message Text 

CONFIDENTIAL 

PAGE 01 ACCRA 01231 181506Z 

15 

ACTION OC-05 

INFO OCT-01 AF-06 ISO-OO CCO-OO /012W 

003493 

R 181116Z FEB 76 
FM AMEMBASSY ACCRA 
TO SECSTATE WASHDC 1201 

CONFIDENTIAL ACCRA 1231 

FROM RCO 

EO 11652 GDS 
TAGS: ACOM 

SB: OUAGADOUGOU WATTS TERMINAL 

REF: STATE 36563 

1 . ITEMS SHIPPED TO OUAGADOUGOU: 

3 EA RACKS 
1 EA 490M (SY 180) 

1 WHIP ANTENNA 

COLLINS BOM 

2. HAVE ON HAND HERE, AND CAN SHIP: 

2 EA 548U-5 PPS 

2 EA 635-U2 

1 EA 651-SI 

1 EA SPEAKER PANEL 

2 EA 1273 FSK 

CONFIDENTIAL 

CONFIDENTIAL 
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1 . EA NOTCH FILTER 
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1 EA 918M (IN TRANSIT FROM LIBREVILLE) 

3. MISSING ITEMS RETURNED DEPT FOR REPAIR INLUDE: 

2EA913Q2 

1 EA918M 

2 EA 548U-5 PA 

4. UNTIL ALL EQUIPMENT RETURNED, DO NOT RPT NOT SEE ANY 
WAY TO ASSEMBLE A COMPLETE STATION AT OUAGADOUGOU. EVEN 
THEN, IT WOULD BE NECESSARY TO ALSO UTILIZE WHAT LITTLE 
SPARE CAPABILITY NOW EXISTS NIAMEY. 

5. IF INTENTION IS TO INSTALL JUST ONE SYSTEM AT OUAGADOUGOU, WE 
WOULD NEED, AS A MINIMUM, RETURN OF: 

1 EA913Q2 

1 EA 548U-5 PA (FOR 400/1,000 WATT OPERATION) 

6. DURING RCO CONFERENCE, HOWEVER, WAS MY 
UNDERSTANDING THAT OUAGADOUGOU WOULD BE 
PROVIDED WITH AN ON-LINE CRYPTO FACILITY BUT 
NOT AN ACTIVE WATTS STATION. PLEASE ADVISE 
LATEST THINKING. 

LINEHAN 


CONFIDENTIAL 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 18 FEB 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: coburnhl 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976ACCRA01231 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: GS 

Errors: N/A 

Film Number: D760061-0558 
From: ACCRA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760242/aaaabjxj.tel 

Line Count: 90 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION OC 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: 76 STATE 36563 
Review Action: RELEASED, APPROVED 
Review Authority: coburnhl 
Review Comment: n/a 
Review Content Flags: 

Review Date: 23 JUN 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <23 JUN 2004 by BoyleJA>; APPROVED <13 OCT 2004 by coburnhb 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: OUAGADOUGOU WATTS TERMINAL 
TAGS: ACOM, GH 
To: STATE 
Type: TE 
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